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MINUTES OF PROCEEDINGS THIRTY-FOURTH ANNUAL 

CONVENTION AMERICAN WATER WORKS 

ASSOCIATION 

The Thirty-fourth Annual Convention of the American Water 
Works Association was held at the Bellevue-Stratford Hotel, Phila- 
delphia, Pa., on May 11, 12, 13, 14 and 15, 1914. 

MONDAY EVENING, MAY 11 

At nine o'clock on Monday evening, May 11, a reception was 
tendered to visiting members, and their guests, by the Philadelphia 
hosts, at which refreshments were served, with music and dancing 
in the main ball room on the first floor of the Bellevue-Stratford. 

The following were the Local Committees in charge of the various 
convention arrangements: 

PHILADELPHIA LOCAL COMMITTEES 

RECEPTION COMMITTEE 

Hon. Rudolph Blankenburg, Mayor, Chairman 
Mr. Samuel Bodine Rev. R. H. Conwell 

Mr. Morris L. Cooke Mr. N. T. Folwell 

Mr. Alba B. Johnson Mr. Joseph B. McCall 

Mr. T. E. Mitten Dr. Edgar Fahs Smith 

COMMITTEE OP ARRANGEMENTS 

Mr. Carleton E. Davis, Chairman 
Mr. E. J. Cattell Mr. W. H. Boardman 

Mr. A. W. MaoCallum Mr. J. W. Ledoux 

Mr. H. G. H. Tarr Mr. C. W. Summerfield 

Mr. John C. Trautwine, Jr. 

ENTERTAINMENT COMMITTEE 

Mr. Charles R. Wood, Chairman 
Mr. J. H. Caldwell Mr. N. E. Bartlett 

Mr. W. H. VanWinkle, Jr. Mr. I. S. Holbrook 
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ladies' entertainment committee 

Mrs. T. C. Clifford, Chairman 
Mrs. C. W. Summerfield Mrs. C. E. Davis 

Mrs. Seth M. Van Loan Mrs. N. E. Bartlett 

Mrs. E. M. Hoopes, Jr. Mrs. G. M. Costello 

Mrs. W. H. Van Winkle, Sr. Mrs. J. W. Ledoux 

transportation committee 

Mr. F. W. Shepperd, Chairman 
Mr. F. J. Bradley Mr. T. C. Clifford 

Mr. H. M. Lofton 

exhibition committee 

Mr. Walter H. Van Winkle, Jr., Chairman 
Mr. T. D. Faulks Mr. V. E. Arnold 

Mr. F. W. Sleep Mr. G. M. Keefer 

FIRST SESSION — TUESDAY MORNING, MAY 12 

The first session of the Convention was called to order by Presi- 
dent Thomas at ten o'clock Tuesday morning, in the magnificent 
auditorium of the Bellevue-Stratford Hotel, all of the executive 
officers being present with the exception of Vice-President George 
G. Earl, New Orleans, La., and Trustee Leonard Metcalf, Boston, 
Mass. 

Roll call and reading of the minutes of the last Convention were 
dispensed with. 

President Thomas called for the report of the Executive Com- 
mittee, the recommendations in said report and action thereon by 
the Convention being as follows: 

The Executive Committee recommended that the second para- 
graph of Section 2, Article IV of the constitution be amended to 
read as follows: 

A majority affirmative vote of the Membership Committee shall elect to 
Active, Corporate or Associate Membership subject to review by the Executive 
Committee. 

On motion of Mr. Leisen, the foregoing amendment was adopted. 
The Executive Committee recommended that Section 6 of Article 
III of the constitution be amended to read as follows: 
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Section 6. When an active member so changes his vocation that were he to 
apply for membership he would be classed as an Associate Member, he may 
continue as an Active Member with all the privileges of that grade, except that 
he shall not be eligible to any elective office in the Association. 

On motion of Mr. Henderson, seconded .by Mr. Randall, the fore- 
going amendment was unanimously adopted. 

The Executive Committee recommended that various Sections of 
Article VI of the constitution be amended so as to change the method 
of electing the Vice-President, the said Sections when so amended to 
read as follows : 

Section 3. At least sixty days before each annual meeting of the Associa- 
tion the Secretary shall mail to each Active, Honorary, or Corporate Member 
a blank upon which the member may express his choice for President, Vice- 
President, Treasurer and two Trustees. The Secretary, in conjunction with 
two other members to be designated by the President, shall count all nominat- 
ing ballots received by the Secretary not later than thirty days before the date 
of the annual meeting. 

The three members who shall have received the greatest number of nominat- 
ing ballots for the office of President, the three members who shall have received 
the greatest number for Vice-President, the three members receiving the great- 
est number for Treasurer and the six members who shall have received the 
greatest number for Trustees shall thereby be placed in nomination. If there 
be a tie vote among the number required to be placed in nomination, an addi- 
tional number of names to cover such ties shall be placed in nomination. 

Tickets shall be printed on which the names of nominees shall be placed in 
the order of preference, the name of the person receiving the greatest num- 
ber of nominating ballots for each office to be placed at the top of the list of 
nominees for that office. 

Section 4. The election shall be by letter ballot. At least twenty-one 
days before the date of the annual meeting, a ticket shall be mailed to each 
member of the Association entitled to vote. Each member shall be entitled 
to vote for one candidate for President, one candidate for Vice-President, one 
candidate for Treasurer and two candidates for trustees. 

The ballot shall be sealed separately in a special ballot envelope. This 
ballot envelope shall be enclosed in a larger envelope and forwarded to the 
Secretary. The signature of the member voting shall appear on the outer 
envelope. 

The Secretary with two canvassers appointed by the President shall meet 
at a time and place directed by the President, and shall open and count all 
ballots cast by persons entitled to vote. No ballot shall be counted if received 
later than seven days previous to the beginning of the annual meeting. 

The result of the canvass for President, Vice-President, Treasurer and Trus- 
tees shall be declared by the President at the annual meeting on certification 
of the canvassing board. 
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The member who shall have received the plurality of the votes cast, for the 
office of President shall be declared elected. The member receiving the highest 
number of votes for Vice-President shall be declared Vice-President. The 
member who shall have received the highest number of votes for Treasurer 
shall be declared elected. Subject to the provision that no two trustees shall 
be residents of the same State, the two members who shall have received the 
greatest number of votes for Trustees shall be declared elected. 

If there be a tie vote the President shall order a vote to be taken in the 
annual meeting to decide which person of those who shall have received the 
same number of ballots shall be chosen. 

The terms of the officers so elected shall be as follows : For the President, 
Vice-President and Treasurer, each one year beginning with the close of the 
last day of the annual meeting and ending the last day of the next annual meet- 
ing, or until his successor shall have been chosen; for the Trustees, three years 
beginning with the close of the last day of the annual meeting. 

Section 8. The President, Vice-President, and Trustees shall be ineligible 
to election for a consecutive term. 

On motion of Mr. Leisen, the foregoing amendments to Article 
VI were unanimously adopted. 

The Executive Committee reported that they had by unanimous 
vote forwarded a telegram of regret and sympathy to Past Presi- 
dent Dow R. Gwinn, at present ill at Battle Creek, Michigan. 

The Committee further reported that it had approved the action 
of the Finance Committee fixing the bond of the Treasurer in the 
sum of $5000, and that it had also fixed the bond of the Secretary 
at $1000, which action by the Executive Committee was duly 
approved. 

The Executive Committee further reported that it had authorized 
the appointment of a Special Committee of Three from this Asso- 
ciation to attend the official funeral of the Philadelphia heroes of the 
strife in Mexico, whose obsequies would be held by the City of 
Philadelphia on Wednesday, May 13, 1914. 

This action being approved by the convention, President Thomas 
named as such official representatives Messrs. John C. Trautwine, 
Jr., Philadelphia; Timothy Woodruff of Bridgeton, N. J., and William 
R. Young, of Minneapolis, and further requested Mr. John C. 
Trautwine, Jr., as the Chairman of the delegation, to draft suitable 
resolutions, for adoption by the Association later, commemorating 
the dead soldiers. 

The Reports of the Committee on Permanent Headquarters, 
both the Majority and Minority reports, were read, as follows: 
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MAJORITY REPORT— COMMITTEE ON PERMANENT 
HEADQUARTERS 

April 21, 1914. 
To the American Water Works Association, 

Gentlemen: Your Committee recommends that the Executive Committee 
be authorized to secure an office for permanent headquarters in the City of 
New York, preferably in the Engineering Building on 39th Street, and to pro- 
vide a Secretary and such assistants as may be necessary to keep the headquar- 
ters open and to perform the necessary work of the Association. 

The Committee estimates that an additional expenditure of $2500 to $3000 
per annum will probably be incurred in carrying out this recommendation. 

The Committee recommends that the dues of members be increased to make 
this amount of money available without otherwise limiting the work of the 
Association. 

The present number of active and corporate members is about 950, and an 
increase of about $3 per member per annum will be required. 

The Committee recommends that the dues of active and corporate member 
be increased to $8 per annum, and that no change be made in the dues of associ- 
ate members. 

Respectfully, 

Allen Hazen, Chairman, 
W. P. Mason, 
Geo. H. Felix, 
Rudolph Heeing, 
Committee on Permanent Headquarters. 

MINORITY REPORT— COMMITTEE ON PERMANENT 
HEADQUARTERS 

May 4, 1914. 
To the American Water Works Association, 

Gentlemen: The minority begs to recommend that, while permanent head- 
quarters are desirable, and could probably add sufficiently to the value of the 
association to warrant an increase of dues, such a step is inopportune for the 
following reasons: 

1 . The field of this association is properly the operatives of the water works 
and it will not reach its fullest usefulness until nearly all the water works are 
represented. To secure this result moderate dues are believed to be requisite. 

2. The recent financial history of the association is not good. A voluntary 
subscription lately has been required, and the temper of the response thereto 
has not been such as to warrant the belief that an increase in dues would be 
popular. 

3. We are just embarking upon the formation of sections, including the 
publication of a quarterly journal and the refund of one-quarter of each five 
dollars paid in dues for the local expenses of the sections. There are kindred 
organizations considering enrollment having dues less than five dollars, to 
which an increase of dues even to our present dues of five dollars is considered 
a hardship. To further increase our dues it is believed will greatly discourage 
additions to our membership from this source. 
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4. Of the present membership, to those who attend Conventions an increase 
of dues is a small matter, but the great majority of the membership receives 
little benefit except from the journal, and many of these members will be lost 
through an increase in dues, and the net result of the increase will be less than 
is indicated by the present enrollment and the increase in dues per member. 

It is believed that a large enrollment and a sound financial policy will ulti- 
mately bring permanent headquarters, but that it would be a backward step 
to attempt its accomplishment at this time. 

Chas. B. Burdick, 
Committee on Permanent Headquarters. 

The Executive Committee recommended the adoption of the Mi- 
nority Report of the above Committee, and on motion of Mr. Caul- 
field this recommendation was concurred in, and said Minority 
Report was adopted. 

REPORT OF COMMITTEE ON NATIONAL BUREAU OR DEPART- 
MENT OF HEALTH 

To the American Water Works Association: 

Your Committee appointed originally with a view to the prevention of 
unnecessary pollution of rivers and lake waters, and which problem it was 
thought could be solved best by a National Bureau of Health, submits herewith 
its report. 

Since the first appointment of this Committee, a number of changes have 
taken place in one of the departments or bureaus of the National Government ; 
changes which have affected both the title and the source of its authority, and 
which have materially enlarged the scope of its endeavors. This department is 
now known as the "United States Public Health Service," and is under the 
Treasury Department. 

It is conducting a series of exhaustive investigations along the lines of 
sewage pollution of our lakes and rivers, some of the reports already having 
been published, and others are now being prepared for publication in the near 
future. The result of the investigations of the international boundary waters, 
the Great Lakes and connections, and of the Missouri River, have been issued 
in bulletin form, and similar work now being done along the Ohio River under 
the direction of Dr. W. H. Frost, is nearing completion, and these results will be 
published soon in another bulletin of the Public Health Service. The paper 
by Dr. Allan J. McLaughlin, to be presented at this convention, will deal with 
the work of this department and will afford a clearer conception of the scope of 
its endeavors. 

While the work described is but the preliminary step and is entirely of an 
investigative nature, it is the essential and natural precursor of preventative 
measures, and it is reasonable to assume that the powers behind the present 
efforts will eventually follow them up with such recommendations as will result 
in the passage and enforcement of a code of laws or regulations that will at 
least diminish, if it cannot totally prevent, the unnecessary pollution of the 
sources of our water supplies. 



AMERICAN WATER WORKS ASSOCIATION 201 

In the light of the foregoing facts and the belief that this work is now in the 
hands of men whose object will be the accomplishment of those ends for which 
your Committee has striven, we submit this as a final report, with the suggestion 
that the Committee, under its present title, be discontinued. 

We believe, however, that as the question of stream and lake pollution is one 
of vital importance to the interests represented by the American Water Works 
Association, our efforts towards its prevention should not terminate with the 
dissolution of this Committee, and, therefore, we recommend that a committee 
of three, under the title of a "Committee on Prevention of Stream and Lake 
Pollution" be appointed with a view to keeping the subject before the Associ- 
ation, and the accomplishment of such beneficial results in this particular field 
as the earnest endeavors of such committee may find possible. 

Respectfully submitted, 

Theodore A. Leisen, Chairman. 

On motion of Mr. Caulfield, the Report was received and accepted, 
and the Committee discharged. 

REPORT OF COMMITTEE ON TABULATION OF RATES AND 
OTHER INFORMATION 

Mr. F. C. Jordan, Chairman Committee on Tabulation of Rates and Other 
Information, presented the very comprehensive and voluminous Report of 
that Committee, 

Note : Full report of Committee follows the minutes in this Journal. 

President Thomas congratulated Mr. Jordan and his Committee 
upon the very valuable and interesting data compiled by them, for 
which he said that Mr. Jordan particularly deserved a great deal of 
credit, and called for a discussion of the Report. 

Mr. Caulfield moved that the Report be accepted and adopted, 
published in the Proceedings, and the Committee discharged, with 
the thanks of the association. 

Mr. Worrell moved as an amendment that the Report be pub- 
lished in separate pamphlet form as soon as possible, and this amend- 
ment was accepted by Mr. Caulfield. 

Mr. Maury moved as an amendment to the original motion that 
the matter of publishing the Report in separate pamphlet form be 
referred to the Publication Committee for action; which amend- 
ment, being put to vote, failed to carry. 

Mr. Kimball thought that the matter contained in the Report 
was of sufficient importance to justify its being issued in separate 
pamphlet form, and a sufficient number of copies printed to supply 
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all interested. That it would be of substantial value to the mem- 
bers he had not the slightest doubt. 

Mr. Caulfield desired special publication of the Report at as 
early a date as possible; and Mr. Houston thought that the matter 
should be acted upon by the Convention. 

The motion to print the Report in separate pamphlet form was 
now put, and carried unanimously. 

His Honor, Rudolph Blankenburg, Mayor of Philadelphia, was 
now announced, and was received by the Convention standing, and 
with applause. 

The Chair recognized Mr. Carleton E. Davis, Chairman of the 
Local Committee of Arrangements, who introduced the Mayor as 
follows: 

Mr. President and Members of the Association: Mayor Blanken- 
burg's administration stands for a hearty welcome to everything 
that is best in municipal life. He and his Directors stand for the 
principle of testing all things and retaining that which is good. With 
that end in view, his Honor invited the American Water Works 
Association to hold their Thirty-fourth Annual Convention in this 
city. He knew that the city would derive benefit from a visit of this 
Association; he felt that you also would be benefited by coming here. 
The Mayor is here in person today to welcome you to the city. 

I have the honor of introducing Honorable Rudolph Blanken- 
burg, Mayor of Philadelphia. 



ADDRESS OF WELCOME— HON. RUDOLPH BLANKEN- 
BURG, MAYOR 

Mr. Chairman and Gentlemen: I wish Chief Davis had said that we 
are trying to give the best that is in us, and to do more than has ever 
been accomplished in Philadelphia as far as municipal administra- 
tion is concerned. That has been our effort, and those of you who 
know the Chief of the Water Bureau, and the Director of the De- 
partment of Public Works, and all those associated with them, 
must agree with me that no city could have made or can make a 
greater effort than we in Philadelphia are doing to make good. 

I welcome you, gentlemen, in the name of this great City of Homes. 
As its chief magistrate, I welcome you most heartily to Philadelphia, 
assuring you that you will be regarded by the citizenship at large 
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as men who have the power to confer great benefit upon the com- 
munity. This, perhaps, more at the present time than ever before, 
because there is a certain wave going all over our broad land that 
will — I will not say in all probability, but possibly in the near future 
make water the only beverage we will be permitted to partake of. 
You must therefore see how important it is that the water we drink 
should be of the very best quality. I hope you will bear that in 
mind, Chief Davis. 

For many years the water problem in Philadelphia was our great- 
est problem; the menace of bad water was in the mind of every one 
and very close to the hearts of all those who had the wellbeing of the 
city in mind and conscience. Typhoid fever found entrance into 
thousands of homes and took therefrom, in many cases, that which 
is the real life of the home and the inspiring force in the life and 
heart of the household. 

We have made wonderful progress in the reduction of typhoid 
fever in Philadelphia, and that largely owing to the fact that we now 
have pure filtered — and sometimes double filtered water. After a 
large expenditure of money our difficulties in this direction have been 
mitigated, and we are now enjoying probably the best health condi- 
tions ever experienced in this old Quaker City. 

But so fast is Philadelphia growing in this wonderful twentieth 
century that the machinery of filtration and distribution sufficient 
for the demands of one year, distinctly fall short of supplying the 
demand of the succeeding year. A little city of about 35,000 people 
confronts us with each new year as an addition to our working water 
supply, for that is the increase of our population every year. The 
problem is therefore one which requires the best effort of the best 
talent. 

Your Association represents the best talent in this line, and the skill 
and experience of your members is not surpassed by water engineers 
of any country in the world; so that you are assured of a hearty and 
sincere welcome from our people. 

This is an age in which there is noticeable everywhere a growing 
appreciation of the value of human life, and we recognize fully the 
truth that "no man liveth unto himself alone." Those who are 
charged with high administrative work are taking each day a deeper 
interest in the welfare of the citizenship entrusted to their care. 

In common with other municipal executives throughout the 
United States, I clearly recognize the importance of the new problems 
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that have arisen with the increasing concentration of population in 
great centers. 

Speaking, then, for myself, as well as for the people at large, I wel- 
come your visit to Philadelphia, and express the sincere hope that 
your deliberations may develop new lines of action, improved methods 
of operation, and that out of this meeting in Philadelphia there may 
come benefit not only to our own city, but to every city throughout 
the length and breadth of this land that we all love so well. 

Again assuring you of my hearty welcome, my deep interest in your 
work, and my feeling of appreciation of its high character, I extend to 
you the freedom of the city, with all the hospitality and hearty good 
will that is expressed in the words, "A real Philadelphia welcome!" 

Let me add, Gentlemen, that the problems confronting the city and 
the state administration and the great government of our whole 
country, are becoming more complex every year, and this should 
develop in everyone that spirit which will force us to do our whole 
duty as citizens of the republic. 

Unfortunately, politics too often invade municipal affairs and thus 
retard municipal progress. Since I have been Mayor of Philadelphia 
— and I speak thus to you because you represent all sections of the 
country — it has been my endeavor, in which I believe I have succeeded, 
to exclude politics absolutely from every department under my con- 
trol. I have endeavored to give Philadelphia a business administra- 
tion. Just as you in your lines of work and thought cannot succeed 
if you are guided by partisan considerations, so this great and glorious 
country of ours can endure only if every man and every woman is 
imbued with that patriotic spirit that has made possible the creation 
of our great republic. 

Let me, then, ask you, Gentlemen, as you leave Philadelphia, the 
Cradle of Liberty; as you go to see in Independence Hall, the Liberty 
Bell, let that be an incentive to every one of you, as it has been to me, 
as it has been to my administration, to feel that this is not a country 
of dollars alone, as has often been charged, but that this is a country 
which will hold aloft the torch of light and liberty for all the world — a 
country that believes in a republican form of government. 

Now, Gentlemen, you will excuse me if I take my departure. 
The office of Mayor of Philadelphia is rather strenuous. I have 
already welcomed the National Association of Hosiery and Underwear 
Manufacturers; I have now welcomed you; at two o'clock I have to 
open the Baby Saving Show in the City Hall; at four o'clock I have to 
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deliver an address at the German Hospital at the graduation exer- 
cises of the nurses; so you see the Mayor has a few duties to perform 
besides those that immediately pertain to his office. 
I am very glad to have met you, Gentlemen. 

RESPONSE BY PRESIDENT THOMAS 

Mr. Mayor, speaking in behalf of the Association, I thank you for 
your very cordial welcome, your kind words, and also the inspiration 
of your address here today. I am sure that we feel highly honored at 
your presence, and that your good words will bear fruit with all of us. 

I thank you for your very kind encomiums on the objects of our 
organization and the good work that is possible. Of course, we cannot 
assure you that we can make water take the place of other liquids. 
We can make it more wholesome and potable, but probably not as 
attractive as some other beverages. 

I thank you sincerely in behalf of the Association for sparing us so 
much of your valuable time, and assure you that we feel honored. 
We have observed your administration and have reason to know 
from the appointments that you have made that your judgment is 
splendid, and as every American citizen must feel proud of the city of 
Philadelphia, he must also feel proud of its Mayor. 

I will ask all present to give three cheers for Mayor Blankenburg. 

(Three cheers and a tiger were given with hearty enthusiasm, as the 
Mayor took his departure.) 

PRESIDENT'S ADDRESS 

Ladies and Gentlemen: It is customary for the President at the first 
session of each Convention to make an address. I want simply to say, 
as President of the Association, that it gives me great pleasure to 
welcome you here, one and all, to this Thirty-fourth Annual Meeting, 
representing as you do, and as the Mayor has fittingly said, the intelli- 
gence, the capital, and the engineering capacity for doing great work. 

Our membership includes men who have in the past designed and 
constructed some of the greatest water works systems in the world. 
We feel proud of our members who have done this; we feel proud of 
the American Water Works Association, because in some measure 
the work of this Association has been of assistance to those men in 
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their great work for the people of this country and of the whole Ameri- 
can continent. Through the medium of the American Water Works 
Association you have become more or less familiar with every phase of 
water works management, of the mistakes, the failures and the short- 
comings, all of which have been dwelt upon, as well as the successful 
solution of problems and the overcoming of difficulties. Not only 
does our membership get the benefit of the data and information 
contained in the papers read at the meeting and the discussion of 
those papers, but they also gather information from contact with 
men of experience at the meetings, who have had problems to solve 
and who have solved them successfully; and who, from their practical 
and actual performance of work can give the information that will be 
of the greatest importance and benefit to individuals who attend these 
meetings and who meet our various members, highly trained men and 
specialists, as well as the managers and operators of experience. I 
dare say that anyone seeking for enlightenment on any water works 
question can get full information either from the papers published in 
the Proceedings, or discussions, or from some individual who has had 
experience, probably precisely similar to the problem upon which 
information is sought. 

Under the new Constitution which was adopted at the meeting in 
Minneapolis we have gone along the last year. One of the provisions 
of the Constitution is for more frequent publications, and we are now 
publishing a quarterly journal, which, of course, is of great advantage 
to those members who cannot attend our meetings. These journals 
will contain papers read at the annual meetings, and also papers read 
at the meetings of the several subordinate or local sections. This is 
another provision of the new Constitution which is bound to redound 
to the advantage of the organization as a whole and to the benefit of 
the members individually. 

As an illustration of this, I had the great pleasure of attending 
the inception of the New York Local Section last September. It com- 
prises members of this Society in New York and New Jersey. At the 
meeting there were probably about a hundred men from the eastern 
part of this country present, and it was a very enjoyable occasion. 
Papers were read there of great value. Of course, new membership 
from New York and New Jersey must inevitably follow the founding 
of this Section; and if similar Sections are started in other big centers of 
population where there are a number of surrounding cities and towns, 
the membership should take a great jump numerically, a result 
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greatly to be desired, not only in the interests of the Association, but 
also for the help that will be given in that way to the struggling water 
works officials who heretofore did not have the advantage of coopera- 
tion and instruction which association with other men in the same line 
affords and offers. 

Besides the value to water departments and water companies of 
membership in this Association on account of the information obtain- 
able from its papers and discussions, there is also the important work 
which the Association has done and is still doing in the way of pre- 
scribing standard and uniform specifications for pipe, hydrants, 
valves, etc. 

The purchase of supplies and materials in accordance with uniform 
specifications would guarantee the purchaser against goods of inferior 
workmanship or design or both; and would also be an encouragement 
to honest manufacturers. In this day, when the tendency is to call 
for bids and to award contracts to the lowest bidders, the only safe- 
guard is in standardizing everything as far as possible; and this work 
can be made an important function of this organization. 

At present we have adopted pipe specifications and hydrant and 
valve specifications. We adopted the pipe specifications at Washing- 
ton some years ago; last year we adopted hydrant and valve specifi- 
cations. The effectiveness of these depend upon their universal use. 
As to the pipe specifications adopted, there is some variance between 
them and those adopted by other organizations, notably the New 
England Water Works Association. This difference, I am told, 
means increased expense to the pipe foundries, which, of course, must 
ultimately be borne by the pipe users, the water takers whom we repre- 
sent; so that an agreement between the New England Water Works 
Association and the American Water Works Association on this matter 
would seem to be advisable. 

To that end and for the purpose of bringing about standard speci- 
fications for both organizations, I appointed during the year on our 
Committee, Mr. F. A. Barbour, of Boston, who is also a member of the 
New England Water Works Association Committee. I understand 
that that Committee in their work as representing both Associations 
have gotten very close to an agreement, and it certainly would be very 
desirable if we only had one form of specifications for cast iron pipe 
and specials all over the country. 

Regarding the hydrant specifications, some members of our Com- 
mittee appeared at a meeting of the New England Water Works 
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Association and presented the matter with such skill and ability that 
they succeeded in having our specifications favorably acted upon and 
substantially incorporated into the specifications of the New England 
Water Works Association, thus indicating that it ought not to be a 
very difficult undertaking, but on the contrary, an easy one, to formu- 
late specifications that would be standard at least in the United States. 
I am sure that Canada, so far as practicable, would fall in with the 
specifications standard in the United States. In the majority of cases 
the pipe specifications now used are those adopted by this Association, 
but in New England they follow the New England Water Works Asso- 
ciation specifications; if we can reconcile the differences in these 
specifications we will have accomplished a most beneficial work. 

Further, I believe that we should not stop at hydrant and pipe speci- 
fications, but should also take up uniform specifications for water 
meters. The consideration of these matters should be approached in 
a broad, fairminded manner. 

Our complex membership of engineers who design water works, 
superintendents who manage them, and "associate members" who 
manufacture the supplies necessary for the operation of the works, 
are, or ought to be, equally interested in the success and welfare of the 
organization as long as it serves the public interests; and the manner 
and measure in which it does serve the public interest should be our 
chief concern, so that in the consideration of proper and uniform speci- 
fications for pipe, hydrants, valves, meters, etc., it is no betrayal of 
the interests of the organization or the public to consult and confer 
with the manufacturers in the particular matter under discussion, and 
we should welcome their participation in these matters. The asso- 
ciate members or manufacturers called upon in this way would be far 
more useful to the Association than as purveyors of entertainment. 

It is a serious question whether the water works or supply men are 
not called upon for too much along this line, when we consider the 
cost of advertising in the journal, membership fees, and entertainment. 
Especially is this true when we stop to consider that this tax levied 
upon them is added to the cost of the goods they sell. Again, the 
water works official paid to attend these meetings is here for that 
purpose, and not for sport or amusement to the exclusion of business. 
Entertainment is all right and proper, but it should be managed so as 
not to interfere with the program of the Association, and the expense 
of it should not be borne by members of the Associate class entirely. 

Every member should feel it incumbent upon him to contribute his 
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share of work for the success of the Association, particularly by pre- 
senting papers containing facts and figures that will throw light on the 
problems continuously arising in the water works business. These 
problems are becoming more pressing with the growth of population, 
which demands more water on the one hand, while there is an increas- 
ing pollution and a destruction of the sources of supply on the other 
hand by the consequent sewage and drainage from the increasing 
population. 

Those charged with the responsibility for providing water of good 
quality and sufficient quantity, are helped very materially by knowl- 
edge obtained through this organization, not only through the papers 
read and published by the Association, but also by conversation with 
those members who may be rather backward about presenting papers. 

I have said considerable regarding the work of the Association 
because the question is sometimes raised as to whether membership is 
worth while. This is a natural question for members and non-members 
alike to ask; but I believe that almost everybody connected with the 
water works business will readily admit that the printed Proceedings 
are worth more than the amount paid in fees; but it is not so easy to 
convince people that the expense of attending the meetings is money 
well spent. Apart from the fact that if no one attended the meetings 
there would be no organization and consequently no papers, there is 
also the further fact that considerable valuable information may be 
received from members in private interviews, and sometimes in this 
manner you may become possessed of facts which might prevent the 
waste of large amounts of money if you had to learn the same thing 
from your own experience. Many costly mistakes in the conduct of 
water works plants, both large and small, would have been averted, 
had the management of the plant consulted others of wider expe- 
rience. 

Many of you, no doubt, who have attended these Conventions long 
enough will remember that in the early days the attendance and the 
membership consisted chiefly of superintendents of water works, men 
who had been raised from the ranks and who came to these meetings 
in order to learn through the experience of others how to solve some 
particular problem in which they were at that time engaged, and they 
were also in return willing to relate their experiences — sometimes 
only too willing! 

Those were the days before we knew much of "bacteria" or "B. 
Coli," or, in fact, filtration for filters for water works were not in use at 
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that time to any great extent, and most of their filters were of the slow 
sand type. Mechanical filters, which are in such general use now, 
were not then looked upon with favor by public officials. 

The different growths in water were not than understood. Of 
course, the superintendents had an idea of what algae and crenothrix 
were, but very little was heard of anabaena, asterionella, and a thou- 
sand other plant growths. Of late years the old style of superinten- 
dents has given place more or less to men who possess technical edu- 
cation and who are styled " chief engineers," etc; so that to some extent 
the old-time superintendent of water works is passing, especially in the 
larger cities, and those who are still successfully operating works are 
indebted to the technical engineers for new ideas. As we come to the 
meetings now we must be impressed with the very much larger scope 
of the association and how it has broadened out to meet the enlarged 
field of work. That is another one of the reasons that makes this 
association a great help to the men who come to the meetings and 
listen to the papers of a technical character and profit by them, not 
only through the subject matter contained in the papers, but through 
contact with the men who write the papers, and who participate in the 
discussions. They meet these men and become acquainted with them, 
and the acquaintance may become of great use to the superintendent, 
the Water Commissioner or the member of a Water Board. They can 
take home what they learn here to help them solve their future prob- 
lems, and they see the advantage of employing technical help to 
assist them to solve the various difficulties and problems that present 
themselves. At present, although some of our older members depre- 
cate the idea that we do not bave so many papers read by ordinary 
superintendents of water works, yet, on the other hand, we must not 
forget that we have the benefit of the work of these highly trained men 
who are specialists in their fine, bacteriologists, chemists, and consult- 
ing engineers. Of late, too, we have the sanitary engineer, who is 
fast becoming a great factor in the designing of water works and the 
solution of water works problems. 

To the superintendent of an older time the great problem was that 
of distribution. This question is not today as difficult as it was then. 
Good water at that time was not scarce, and it was not then a question 
of quality so much as quantity. Today quality is the great and 
difficult problem to solve; and the members of this Association who 
are consulting and sanitary engineers and bacteriologists are a great 
help to the Association, and I believe the superintendents feel very 
much indebted to them. 
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The consulting engineers of today are men of great ability and, as I 
said in the beginning of this address, have designed some of the 
greatest water works in the country. True, some of the engineers 
charge large fees; I heard of one consulting engineer, not very active 
in the American Water Works Association, whose charges would 
amount to a sufficient sum of money to build a reservoir in the old 
days. But we have to have them, it is a good thing for the Society, 
though not one of the advantages that is readily recognized. 

This advantage, too, is reciprocal. These consulting engineers and 
technical men find that they can reach the superintendents through 
this Association in a better way and become better acquainted with 
them here than in any other manner. 

I believe that this Association fills a very important place, and that 
every water works plant in America would be the gainer by member- 
ship in it and by its officers attending these meetings when practicable. 

During the past year, as the Secretary has told you, we have 
increased our membership one hundred. It is to be hoped that the 
Association will continue to increase, so that in the near future every 
Superintendent of Water Works, every Water Registrar, Hydraulic 
Engineer, Sanitary Engineer, Bacteriologist, and all Specialists in Water 
Works will be included in its membership list. To achieve this result 
should be the aim and duty of every member. Our policy should be a 
broad one of cooperation with other similar organizations and tolera- 
tion amongst ourselves. All attempts to use the Association for other 
than the general good should be discouraged and frowned upon. 
Never allow it to be exploited by cliques or factions. Beware of men 
who are inclined to inject personal interests or feelings into the conduct 
of the business of the organization. 

A glance at the program of the meeting will show by the list of Com- 
mittees that the Association has a vast amount of work ahead that will 
require close attention and united effort and will, we hope, prove 
helpful to the members in the solution of the problems involved. Com- 
paratively few people in any community duly recognize the importance 
of their own water works system, the effect it has on the public wel- 
fare, and the many difficulties attending its successful management. 
Owing to this public indifference, — I might say ignorance, — the water 
works official meets with very little encouragement at home, so that 
he looks to us for support and assistance in his efforts to improve his 
plant, and recognition and appreciation for his good work, which, 
as all of us have reason to know, means a great deal. 
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The receipts of the Association up to April 1, 1914, were. . . $6807.15 

The expenditures were 6798 .58 

Excess of receipts over expenditures 8.57 

These figures show that we are living very close to our income. 
The expenditures were mostly for office work and printing and do not 
represent the expense which officers and committee members have 
incurred in attending meetings, etc., and preparing reports similar to 
to the report which Mr. Jordan presented. These expenses have been 
borne by the several members of the committees, or by the companies 
or departments with which they are connected. 

Again, the great question is, has this money been well spent? 
Is it worth while? The answer is to be found in the amount of good 
which the Association does, this is incalculable and not to be measured 
in dollars and cents. Still, the success and welfare of societies is often 
affected seriously by the condition of their finances, so that I believe 
that a strict supervision should be kept over these matters. 

I want to say a word in conclusion in regard to the exhibits at this 
Convention. It is due to the Associate Members who have gone to 
the expense and trouble of making such fine a display as is here made, 
that every member of the Association should examine these exhibits 
and scrutinize them carefully, because, while you may have a general 
knowledge of the different apparatus that is there exhibited, yet there 
have been improvements which you might overlook, which would be 
of great advantage to you to be familiar with, and I bespeak for the 
supply men that our membership gives serious attention to these 
exhibits. 

I want to thank you, Gentlemen, for your close attention and also 
wish to thank you again for the honor which you conferred upon me 
by electing me President at the meeting in Minneapolis. 

We have received a report from the Canvassing Board, who counted 
the votes for officers elected for the coming year, and the Secretary 
will now read that report, to which I will ask you to please give your 
attention. 

Secretary Diven then read the result of the ballot cast for election of 
officers, showing that the following had received a majority vote for 
the respective offices named, viz. : 

President: Geo. G. Earl, General Superintendent Sewerage and 
Water Board New Orleans, La. 

Vice-President: Nicholas S. Hill, Jr., Consulting Engineer, 100 
William Street, New York City. 
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Treasurer: James M. Caird, Chemist and Bacteriologist, Troy, 
N. Y. 

Trustees for term expiring 1917: Allen Hazen, Consulting Engineer, 
New York City; Allen W. Cuddeback, Engineer and Superintendent 
Passaic Water Company, Paterson, N. J. 

President Thomas thereupon declared the foregoing duly elected 
to the respective offices named for the ensuing year. 

The report of James M. Caird, Treasurer, was read, and with it the 
report of the Finance Committee, certifying to the correctness of the 
report, also certificate from the bank officials, as follows: 

TREASURER'S REPORT 

Troy, N. Y., April 1st, 1914. 
Mr. H. E. Keeler, Chairman Finance Committee, American Water Works Associ- 
ation, Chicago, III. 

Dear Sir: 

Permit me to submit my report as Treasurer of the American Water Works 
Association for the year ending March 31st, 1914. 

The funds of the Association are on deposit with the Troy Trust Company, 
Troy, N. Y., as per the orders of your Committee. 
The receipts during the year were as follows : 

From John M. Diven, Secy $7,137.20 

Interest on Deposit 57.34 

Total Receipts $7,194.54 

Disbursements as per cancelled checks 6,130 .30 

Balance, April 1st, 1914 $1,064.24 

Attached you will find certificate from the Troy Trust Company, showing a 
deposit of $3,876.26 at the close of business on March 31st, 1914. Prom this 
balance there should be deducted the following for unreturned checks : 

Deposit as per certificate $3,876.26 

Unreturned checks as follows: 

J. M. Diven, Secretary $157.82 

Henry Stowell & Son 99.19 

The Rumford Press 2,555.01 

2,812.02 

Balance $1,064.24 

The cancelled checks and the book of the Treasurer are submitted for audit. 
The treasurer is under $5,000 bond as per order of your Committee. 
Respectfully submitted, 

James M. Caikd, Treasurer. 
Troy, N. Y., April 21, 1914. 
This is to certify that at the close of business March 31, 1914, the American 
Water Works Association had on deposit with this Company, the sum of Thirty- 
eight hundred seventy-six 26/100 ($3876.26) Dollars. 

(Signed) H. K. Downing, Treasurer. 
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The foregoing report was accepted as read, and ordered printed in 
the Proceedings. 

Mr. H. E. Keeler, Chairman, submitted and read the report of the 
Finance Committee, as follows: 

REPORT OF FINANCE COMMITTEE 

Philadelphia, Pa., May 11th, 1914. 

To the Officers and Members of the American Water Works Association, 

Gentlemen: Your Finance Committee would most respectfully report that 
they have examined and had audited the books, vouchers, cancelled checks, 
etc., of the Secretary and Treasurer of the Association, and are pleased to 
report that they find them correct in every detail and that they show care and 
thoroughness in the way the books and accounts have been kept. 

The Association at the beginning of the fiscal year had a cash balance of 
$1337.96 and a cash balance at the ending of the fiscal year of $1064.24, showing 
a reduction for the fiscal year of $273.72. The Secretary's report in detail 
shows that there was received from all sources during the fiscal year $6807.15 
and that the necessary and authorized disbursements for the same time were 
$6798.58, showing a net cash balance for the year's business of $8.57. 

Owing to the delay in the issuance of the Proceedings covering the last Con- 
vention held at Minneapolis, the Secretary was unable to collect most of the 
bills covering the advertisements inserted in the Proceedings, in amount $766. 
These bills have since been collected and the amount of same will appear in the 
receipts of the current fiscal year. 

We find from the Secretary's books about the usual amount of dues due from 
delinquent members, part of which undoubtedly will be collected and will show 
in the business of the current year. 

We are pleased to report that there are no unpaid obligations of the Associ- ~ 
ation for the past fiscal year. 

The Association has on hand a considerable number of copies of Proceedings 
running from the year 1886 to 1913 inclusive, which are not carried as an avail- 
able asset, although they will produce some revenue from year to year. We 
are informed by the Secretary that no insurance has been carried on these copies 
of Proceedings or office equipment, and we recommend that they be insured to 
the amount of one thousand dollars ($1000). 

The contingent fund appropriated last year for Secretary's office expenses 
was not entirely used, and the unexpended balance has been transferred to the 
general fund. From this fund was purchased permanent office equipment to 
the amount of $108.40. 

During the past fiscal year, the manner of printing the Proceedings has been 
changed from one large book issued after the annual convention to a quarterly 
journal which will undoubtedly be of great benefit and result in the transactions 
and papers of the Association being promptly placed in the hands of the mem- 
bership and at the same time will require the payment for the necessary print- 
ing, etc., as the editions are issued, but as our finances are now arranged, we will 
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be able to carry on the business of the Association as outlined, including the 
printing of the journal and promptly pay all bills incurred in so doing. 

In this connection, permit us to say that it seems to us very desirable that the 
Association have a little larger working balance. You will notice from our 
report, our working balance this past year was reduced fully 20 per cent, but 
we hope during the current fiscal year to be able, by proper economy and care- 
fulness, to acquire a safe working balance which will enable the members of the 
Association to receive the greatest possible benefits due to the organization. 

We appreciate the prompt and satisfactory rendering of their reports which 
we received at the hands of the Secretary and Treasurer. 

Respectifully submitted, 

H. E. Kbbleb, Chairman, 
Howard A. Dill, 
Henry B. Morgan, 

Finance Committee. 

On motion of Mr. Alvord, the foregoing report was received, and its 
recommendations concurred in. 

Mr. Edward S. Cole, Chairman of Committee on Water Consump- 
tion, presented the report of said Committee as follows: 

REPORT OF COMMITTEE ON WATER CONSUMPTION 

Mr. President and Gentlemen : 

Your Committee on Water Consumption was appointed to analyze water 
consumption statistics with respect to their bearing upon efficiency in general 
in water works management. Your Committee has not as yet completed its 
task, but has done considerable work, as I think we will be able to show you, in 
the preparation of the returns received from our members. 

A blank questionaire was sent out early in the year, and the returns have 
been tabulated and computed as shown upon this blue print schedule. A great 
deal of valuable information has come into the hands of your committee, and 
the more we have studied it, the more we are convinced that it was the part of 
wisdom to have this analysis made. 

We received something like 150 replies from various cities in the United 
States and Canada, as well as some foreign cities. Out of the replies that have 
been received, fully one-third were complete as to the analysis of metered con- 
sumption. The right half of the table relates to the classification of metered 
water, divided into industrial, commercial and public use. Where such classi- 
fication was not possible, we called for the total metered consumption in do- 
mestic plants, and received many replies to such request. 

Your committee considers that the showing made is very gratifying, con- 
sidering the difficulty of obtaining segregated statistics of this character. 

As you will see, there are a large number of blank spaces that remain to be 
filled in, and we expect in a short time to fill many of these. We will then revise 
our schedule and distribute it for examination by the members and officials, 
have the remaining blanks filled up, and this valuable data returned to us. 
That is our plan and our suggestion. 
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We hope that by the time the July Journal is published our report will be in 
shape to present to the Publication Committees for printing as a complete and 
revised schedule in the form very much as you see it here. It is our intention 
to make the classification of the cities and their returns based upon logical 
characteristics, such as percentage of meters, and the like. The data will be 
made up, completed, and presented to the Publication Committee at that time. 

The subject of the conservation of water supply is one which is of increasing 
importance, and the matter of efficiency in management is also a matter of recog- 
nized importance. To arrive at this we must have a basis for comparing the 
efficiency of operation of one city with another. There are some cities in this 
country that report as high as 300 gallons per capita consumption, while others 
report as low as 50 gallons. 

We believe that we should know the reason for this wide variation, and your 
committee believes that careful analyses of metered consumption in this way 
will throw light upon this subject, and afford valuable information to all of 
our membership. 

Mr. J. N. Chester, a member of the foregoing Committee, in addi- 
tion to the report, remarked as follows: 

While, as Mr. Cole has expressed himself, the returns in many ways and the 
responses to the blanks sent out, have been gratifying, yet we have reason to 
expect a great deal more than we have received in the way of information that 
might be tabulated. What we are endeavoring to get at finally is the purely 
domestic consumption and it is the one hard thing to draw from you. It should 
not be however, especially in those states that have Public Service Commis- 
sions. I believe that, following the example of Wisconsin, every one of the 
States is going to require private water works, and in most cases municipally 
operated water works, to analyze their consumption in such a way that the 
information for which we are asking can be taken direct from their records. 

I do not know what Wisconsin possesses in the way of private water works, 
but with 150 such plants in Pennsylvania, over 50 in Ohio, and 50 in Missouri, it 
is deplorable to see how sparsely our last column, which is, "Domestic consump- 
tion per capita," has been filled out. 

We are going to send to each one of the cities tabulated here one of these blue 
prints, with the request that they check over the data that we have computed 
from what they have sent in, and write us as to the accuracy of the information 
before it is finally published. Let me urge that all of the 150 plants who will 
receive this blue print, scrutinize carefully the columns set opposite their 
plants, and see that all blank spaces are filled up before they send the blueprint 
back to us, and then the Proceedings will have in this report something worth 
while. Many of you who have been talking about consumption of 100 to 200 
gallons per capita, will be very much surprised to find that the domestic con- 
sumption per capita is reported by many at so much less a figure than that, in 
some cases as low as 13 gallons per capita. We need something upon which we 
can base consumption, and if we can arrive at a correct figure for domestic con- 
sumption, we can add accurately for commercial and industrial consumption, 
and in this way begin at the bottom and work up. 
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On motion of Mr. Alvord, the Report of the foregoing Committee 
was accepted, the Committee continued, and the thanks of the 
Association tendered them for their valuable work. 

Mr. Dabney H. Maury, Chairman of the Committee on Electrolyeifl 
presented the Report of that Committee, as follows: 

REPORT OF COMMITTEE ON ELECTROLYSIS 

Your Committee on Electrolysis would respectfully report that in view of 
the magnitude of the interests represented or controlled by the street railway 
companies, and in view of the fact that the decision of the United States Court 
in the Peoria case, copy of which formed a part of the last report of this Com- 
mittee, gives small hope of relief to pipe owners, your committee feels that there 
is little chance that it can accomplish anything by further efforts in the work 
for which it was appointed. It would, therefore, request that the Committee 
on Electrolysis be discontinued. 

Your committee can find nothing which it desires to change in its original 
recommendations, which were presented to this association thirteen years ago, 
and which it has since from time to time repeated. 
Respectfully submitted, 

Dabney H. Maury, 
J. Waldo Smith, 
Charles R. Henderson, 
Committee on Electrolysis. 

Mr. Alvord remarked that the Committee had done a very useful 
work in keeping in touch with the situation in a general way, and call- 
ing attention to anything of interest, and he therefore did not believe 
it entirely desirable to discharge the Committee, but to have them 
continue in their watchful attitude, which he believed would be highly 
advantageous to the Association ; and he would therefore move that the 
Committee be not discharged, but be continued for that purpose, and 
their present report accepted. 

The motion carried, and the Committee was continued accordingly. 

REPORT OF COMMITTEE ON STANDARD SPECIFICATIONS FOR 
HYDRANTS AND VALVES 

In the absence of Mr. Little, chairman, Mr. J. M. Diven reported verbally 
that the committee had held two or three meetings during the year among them- 
selves, and had also held a joint meeting with a similar committee from the 
New England Water Works Association, and that they had very nearly arrived 
at an agreement upon specifications which will be uniform between the two 
associations. However, there are some matters pending, awaiting action by 
the committee from the New England Water Works Association, before the 
committee from this association will be prepared to make its final report. He 
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therefore requested that the committee be continued to make its report next 
year. He believed that at that time a substantial agreement would be reached 
between the joint committees, and universal specifications arrived at. 

On motion, the aforegoing verbal report was accepted, and the 
Committee continued. 

Mr. John W. Alvord, Chairman of the Committee on Publication, 
submitted the Report of that Committee, which was received and 
accepted, as follows: 

REPORT OF THE PUBLICATION COMMITTEE 

To the President and Members of the American Water Works Association, 

Gentlemen: Your Publication Committee would respectfully report that in 
accordance with the plans of the Special Committee, approved by the associa- 
tion, the first step has been taken to publish the proceedings of the association 
in a quarterly j ournal, beginning March 1914, the first copy of which has already 
reached the members. 

It is needless to point out that the opportunity for members to get their 
papers published prior to the convention, and so reach the membership in time 
_ for a thorough discussion, is most desirable, and will hereinafter put apremium 
upon early preparation of papers, those reaching the committee, and being 
favorably passed upon in time for the March quarterly, being assured of better 
reading and discussion at the convention. The committee has been somewhat 
fearful lest this advantage should ultimately cause the March number to be 
notably more voluminous than the remaining numbers of the year, and one of 
its responsibilities is to obtain a good balance and sustain interest in the four 
annual issues. 

The committee feels the association is to be congratulated upon the appear- 
ance of its first quarterly number. In some respects it is a drawback not to 
have the discussions accompany the papers, yet it is believed that this is more 
than atoned for by the early presentation of the papers, and their prompt 
appearance as received. 

The Publication Committee feels that we are still involvingourselves in a 
notable experiment so far as cost and expense is concerned, and it yet remains 
to be seen what will develop in the way of additional literature and printing 
due to the formation of sections and the greater volume of literature which it 
is believed the sections will produce. 

Until these questions are fully settled, and the success of the new undertak- 
ing is assured, it is believed to be desirable that careful attention to our 
finances be given, and no other experiments, involving large expenditures, 
be made until the assured success and stability of our new method of publica- 
tion is fully demonstrated. 

The committee would call attention to the clause in the new Constitution, 
which reads as follows : 

"No papers containing matter either readily found elsewhere, especially ad- 
vocating personal interests, carelessly prepared, purely speculative, or foreign 
to the purpose of the association, shall be accepted. 
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"The Publication Committee shall prepare rules, which, when approved 
by the Executive Committee shall govern the preparation, presentation and 
publication of all papers and such other matters of a similar nature as the best 
interests of the association may require. " 

The committee would report that it has not yet undertaken the preparation 
of the rules required by the new constitution and this is owing to the large 
amount of work which has been imposed upon it by the change in the method 
of publication and the necessity for close attention to other matters. 

It is recommended that the next Publication Committee undertake this work 
of preparation of proper rules as required by the above clause. 

All of which is respectfully submitted, 

John W. Alvord, Chairman. 

On motion, the Convention now adjourned to two o'clock p.m. 

SECOND SESSION — TUESDAY AFTERNOON, MAY 12 

President Robert J. Thomas in the Chair 

Mr. George W. Fuller, New York City, not being in attendance at 
this time, the discussion of his paper on, "The Croton Water Supply, 
Its Quality and Purification" (printed in the March Journal), was 
passed pending the possible arrival of Mr. Fuller. 

The paper by Dr. Allan J. McLaughlin, on, "Sewage Pollution of 
Boundary Waters" (printed in the March Journal), was discussed by 
Messrs. J. M. Diven, Superintendent, Troy, N.Y.; Edward Bartow, 
Director State Water Survey, Urbana, 111. ; W. H. Randall, Superin- 
tendent, Toronto, Ont.; F. A. Dallyn, Toronto, Ont.; Frank C. Kim- 
ball, General Manager, Summit, N. J.; Francis Ward Langstroth, 
Rahway, N. J. ; C. Faller, Superintendent, Carlisle, Pa. ; J. M. Caird, 
Chemist and Bacteriologist, Troy, N. Y.; George R. Taylor, Sanitary 
Chemist, Scranton, Pa.; Shepherd T. Powell, Resident Chemist, 
Baltimore, Md.; and E. E. Davis, Superintendent, Richmond, Va. 

William Miller Booth, Chemical Engineer, Syracuse, N. Y. ( pre- 
sented a paper on, "The Nitrate Test and Its Use in Detecting the 
Pollution of Waters," which was discussed by Prof. J. M. Caird, Troy, 
N. Y., and Shepherd T. Powell, Resident Chemist, Baltimore, Md. 

A paper by W. IL C. Baton, on " Investigation into the Advisa- 
bility of Substituting Agar for Gelatine as a Medium for the Deter- 
mination of Bacterial Counts in Water Analysis" (printed in the 
March Journal), was not discussed at this time. 

H. C. Hodgkins, Consulting Engineer, Syracuse, N. Y., presented 
his paper on, "Conservation of Potable Water and the Dual Sytem 
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of Distribution," discussed by Messrs. J. M. Diven, Superintendent, 
Troy, N. Y.; J. N. Chester, Hydraulic and Mechanical Engineer, 
Pittsburgh, Pa.; Francis Ward Langstroth, Rahway, N. J.; Daniel 
D. Jackson, Department of Water Supply, New York City, N. Y.; 
P. A. Maignen, Water Engineer, Philadelphia, Pa.; Frank C. Kim- 
ball, General Manager, Summit, N. J., and F. W. Cappelen, Con- 
sulting Engineer, Minneapolis, Minn. 

Mr. Shepherd T. Powell, Resident Chemist, Baltimore, Md., 
delivered his paper on, " Some Observations of the Effect of Ozone 
Upon Algae Growth," remarking that he was not endeavoring to 
bring forward ozone as a new algaecide to take the place of copper sul- 
phate, but merely to present some observations as to the effect of 
ozone on algae growth, which would be particularly interesting in the 
event that ozone ever gains a foothold as a general algae sterilizing 
agent. 

The Committee upon Revision of Standard Specifications for Cast 
Iron Pipe and Specials, presented the following report: 

REPORT OF COMMITTEE ON REVISION OF STANDARD SPECI- 
FICATIONS FOR CAST IRON PIPE AND SPECIALS 

New York City, N. Y., May 12, 1914. 

To the American Water Works Association : 

The Committee upon Revision of Standard Specifications for Cast Iron 
Pipe and Special Castings, begs to report that substantial progress has been 
made during the past year, but the committee is not yet ready to present to 
the Association a revision of the standard specifications for cast iron pipe and 
special castings. ' 

The committee has continued to cooperate with a similar committee of the 
New England Water Works Association and also with representatives of the 
American Society of Mechanical Engineers, the Master Steam and Hot 
Water Fitters' Association, and with representatives of the manufacturers. 
Your committee asks to be continued. 

Respectfully submitted 

John H. Gregory, 
Chairman. 

On motion, the foregoing Report was received, and the Committee 
continued. 

On motion of Mr. Randall, the Convention adjourned to nine 
o'clock a.m., May 13, 1914. 
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THIRD SESSION — WEDNESDAY MORNING, MAY 13 

President Robert J. Thomas in the chair 

The following letter was read from President-elect George G. Earl, 
General Superintendent Sewage and Water Board, New Orleans, La. 

New Orleans, La., May 9, 1914. 
Mr. Robert J. Thomas, President, 

American Water Works Association, 

Bellevue-Stratford Hotel, Philadelphia, Pa. 
Dear Mr. Thomas : It is with very great regret that I find myself compelled 
to forego attending the Convention of the American Water Works Association 
this year. There are matters of the utmost importance in New Orleans that 
will transpire during the coming week necessitating my presence here. 

I refrained from advising you of these conditions with the hope that at the 
last moment I would be able to arrange so that I could attend the Philadelphia 
Convention, but I find today that the urgency of these matters will not permit 
of my leaving the city. 

With kindest personal regards, and a well wish for the success of the 1914 
convention, and the continued growth and prosperity of the association, I 
remain, 

Very truly yours, 

George G. Earl. 

The paper by Mr. George A. Johnson, Consulting Engineer, New 
York City, on, "Present Day Filtration Practice" (printed in March 
Journal), was discussed by Messrs. John H. Gregory, Consulting 
Engineer, New York City; P. A. Maignen, Water Engineer, Phila- 
delphia, Pa.; Prof. James M. Caird, Troy, N. Y.; Charles B. Buerger, 
New York; George W. Fuller, Consulting Hydraulic Engineer and 
Sanitary Expert, New York; J. W. Ellms, Cincinnati, O. ; W. C. Haw- 
ley, Chief Engineer and General Superintendent, Wilkinsburg, Pa.; 
J. N. Chester, Hydraulic and Mechanical Engineer, Pittsburgh, Pa; 
Theodore A. Leisen, Detroit, Mich. ; Robert Spurr Weston, Consult- 
ing Sanitary Engineer, Boston, Mass.; J. W. Armstrong, Consulting 
Engineer, Baltimore, Md.; John C. Trautwine, Jr., Consulting Engi- 
neer, Philadelphia, Pa.; Robert Morgan, Peoria, 111.; F. A. Dallyn, 
Toronto, Ont.; Paul Hansen, Engineer State Water Survey, Urbana, 
111.; Charles B. Burdick, Hydraulic and Sanitary Engineer, Chicago, 
111.; H. F. Dunham, Civil Engineer, New York City, and H. C. Hodg- 
kins, Consulting Engineer, Syracuse, N. Y. 

George E. Datesman, Philadelphia, Pa., gave a "Brief Review of 
Sewage Disposal Works in Some European Cities and Comparison 
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with the Pennypacker Creek Works, Philadelphia," illustrating the 
same with lantern slides. 

Dr. Frederic D. West gave his paper on, "Disinfecting Two 
Hundred Million Gallons of Water Daily," which was discussed by 
Wilson F. Monfort, Chemist, St. Louis, Mo.; Robert Spurr Weston, 
Consulting Sanitary Engineer, Boston, Mass., and J. Walter Acker- 
man, Superintendent, Auburn, N. Y. 

Mr. John C. Trautwine, Jr., Consulting Engineer, Philadelphia, 
Chairman of the special delegation appointed to attend the funeral of 
the victims of the strife in Mexico to be held on this day in Philadel- 
phia, submitted and moved the adoption of the following resolution : 

Resolved: That the American Water Works Association, in annual conven- 
tion assembled at Philadelphia, Pa., May 11-15, 1914, hereby voices what must 
be the national sense of sorrow in view of the fact that young and potentially 
useful lives must still be sacrificed in human warfare which is happily giving 
way to methods worthy of respectful consideration by rational beings. 

The resolution was unanimously adopted by rising vote. 
The convention thereupon adjourned to nine o'clocka.m., Thursday, 
May 14, 1914. 

FOURTH SESSION — THURSDAY MORNING, MAY 14 

President Robert J. Thomas in the Chair 

J. M. Diven, Superintendent Water Works, Troy, N. Y., read his 
paper on "Use and Benefits of Pressure Recording Gages" (printed in 
March Journal). 

Discussed by W. E. Hazeltine, Manager Ripon (Wis.) Light and 
Water Company; A. A. Reimer, Superintendent, East Orange, N. J.; 
and J. Walter Ackerman, Superintendent Water Board, Auburn, N. Y. 

J. Walter Ackerman, Superintendent Water Board, Auburn, N. Y., 
read his paper on " Testing of Check Valves" (printed in the March 
Journal) which was discussed by J. M. Diven, Superintendent, Troy, 
N. Y.; George Houston, Kalamazoo, Mich.; F. A. Dallyn, Toronto, 
Canada; and E. E. Davis, Superintendent, Richmond, Va. 

The paper by Dr. Arthur Lederer and Frank Bachman on "The 
Efficiency of Household Filters in Chicago" was discussed by J. M. 
Diven, Superintendent, Troy, N. Y.; Dr. F. L. Rector, Brooklyn, 
N. Y; Shepherd T. Powell, Baltimore, Md.; and Wilson F. Monfort, 
St. Louis, Mo. 
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Max von Recklinghausen presented his paper on "The Purification 
of Water by Ultra- Violet Rays;" which was discussed by F. A. Dallyn, 
Toronto, Canada; Shepherd T. Powell, Baltimore, Md.; and B. F. 
Shaw, Wilmington, Delaware. 

The Question Box was now taken up and there being a good attend- 
ance present an active and interesting discussion ensued which was so 
generally participated in that the names of the participants will not 
be here enumerated but are published elsewhere in the full report of 
the discussion. 

The discussion of the Question Box was suspended temporarily 
during the morning in order to install officers — elect and take action 
on place of holding the next annual convention. 

President-elect George G. Earl, General Superintendent Sewage and 
Water Board, New Orleans, La., being unavoidably absent, the first 
officer installed was Vice-President-elect Nicholas S. Hill, Jr., Con- 
sulting Engineer, New York City, in presenting whom to the Con- 
vention President Thomas said: 

The time for deciding the next place of meeting has now arrived. 
In former years this number on the program also included election of 
officers for the ensuing year. That, as I presume you all know, has 
been attended to by ballot; but I think it would be appropriate to 
introduce and install our newly elected officers. To our great regret, 
Mr. Earl of New Orleans, who was elected President, is not present 
much to his own chagrin and disappointment, due to conditions that 
were unavoidable. The other officers that were elected were, for 
Vice-President Nicholas S. Hill, Jr., New York City; for Trustees, 
Allen Hazen, who is unavoidably absent also in the western part of the 
country, and A. W. Cuddeback, Superintendent Passaic Water 
Company, Paterson, N. J. Otherwise your officers remain the same. 

We have with us today, and it gives me great pleasure before taking 
up the matter of deciding the next place of annual convention, to 
present to you one that needs no introduction at my hands, for you all 
know him well, your Vice-President for the coming year, Mr. Nicholas 
S. Hill, Jr., of New York. 

Mr. Hill was received with applause, and responded as follows: 

Mr. President and Gentlemen of the American Water Works Association: 
I do not think this association realizes how sincerely glad I am to be Vice- 
President of this association; not alone because of the honor that it entails, 
but chiefly because under the conditions named for the election of officers under 
the new constitution, I have come in second and Mr. Earl has been enabled to 
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be made President of the association; a recognition I think he justly deserves, 
and a consideration which made me feel exceedingly regretful when I heard that 
my name had been mentioned in the running. Mr. Earl entertained us so hand- 
somely in New Orleans and has served this association acceptably so many 
times that I think it was only fair and just to him that he should have had this 
recognition, he having been the former Vice-President. So that in more ways 
than one I am thankful to you for the appreciation that you have shown to me 
personally, and more particularly for the appreciation shown to Mr. Earl. 

The Convention then went into the matter of selection of next place 
of annual meeting, Secretary Diven stating that invitations had been 
received from the following cities, viz. : San Francisco, Cal. ; Toledo, 
O.; Galveston, Tex.; Los Angeles, Cal.; Denver, Colo.; Chattanooga, 
Tenn.; Nashville, Tenn.; Salt Lake City, Utah; Columbus, Ohio; and 
Cincinnati, Ohio. 

Secretary Diven further stated that postal cards had been sent out 
regarding the proposition of holding the 1915 convention in San Fran- 
cisco, as an invitation had been extended at the last convention, and 
that 210 replies only had been received; 116 expressed a probability 
that they would attend such convention, 94 stated positively they 
would not attend and were opposed to it; the other 700 failed entirely 
to respond to the inquiry. 

President Thomas appointed as tellers of election Messrs. Morris R. 
Sherrerd, Honorary Vice-President of the Association; J. Walter 
Ackerman, Superintendent, Auburn, N. Y., and Past-President Alex. 
Milne, and announced that all associate members under the consti- 
tutional provisions were entitled to vote for place of meeting. 

A ballot having been taken, Vice-President Hill, temporarily in the 
Chair, announced the result as follows: Cincinnati, 160; Columbus, 
43; San Francisco, 21; Los Angeles, 2; Salt Lake City, 19; Richmond, 
4; Erie, 1; Philadelphia, 1. 

Cincinnati having received the highest number of the votes was 
declared the place for holding the 1915 Convention. 

The Convention now adjourned to two o'clock p.m. 

FIFTH SESSION — THURSDAY AFTERNOON, MAY 14 

President Robert J. Thomas in the Chair 

A. A. Reimer, Engineer Water Department, East Orange, N. J., 
Chairman Committee on Standard Specifications for Wrought Iron 
Pipe, presented the report of the Committee as follows: 
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REPORT OF COMMITTEE ON STANDARD SPECIFICATION FOR 
WROUGHT IRON PIPES 

To the American Water Works Association : 

Your committee on standard specifications for wrought iron pipe, reports 
further progress during the period since the Minneapolis convention. It 
is becoming more and more apparent that the field to be covered in our work is 
exceedingly broad. It will be remembered that the investigation was ex- 
tended by order of this Association to cover the general subject of rust-resist- 
ing metals, and this action at once opened to consideration an almost intermina- 
ble list. Of course, many of these metals and their alloys can be eliminated 
from our study because of recognized physical characteristics, but new combi- 
nations and treatments are being presented constantly. 

From this brief summary of our field of work, it will be seen that a final 
report, to be of value, must be postponed for some time. In fact, the feeling 
of some members of the committee is that a final report can never be presented, 
and that the technical reports, as presented from time to time, will be more or 
less advisory. Whether this view holds or not, the aim of the committee now 
is to present at the convention next year, a report giving the first definite 
results that have been obtained from the experiments and studies now under 
way. 

Cooperation with the American Society for Testing Materials is now being 
sought, in order to avoid having two bodies cover the same ground in experi- 
mental work. The cooperation of various manufacturers has been offered and 
accepted within proper limits. 

Certain definite gains have been accomplished since the formation of this 
committee. Some of the manufacturers are marking their produce with their 
name, as, for example, the Byers Company in wrought iron, and the National 
Tube Company, in steel pipe. The decision by some of the manufacturers to 
sell direct to large consumers, under specifications and mill inspection by the 
purchaser, thus eliminating the middle man, is a decided step in advance. 
Another point of value is the tendency of manufacturers to roll full weight pipe, 
thus placing all mills on the same weight basis. 

The question of external coatings is receiving some attention, but the ad- 
vance in methods of treatment of iron and other metals, either by alloys in the 
entire mass, or by subjection to "skin" or superficial treatment, offers an 
attractive field for investigation. 

Again the Committee asks the hearty cooperation of the membership of the 
association in sending to us any points that can be used in our work. 

We would suggest that this be received as a progress report and the com- 
mittee continued. 

Respectfully submitted, 

A. A. Reimer, 
Chairman. 

On motion, the foregoing report was received, ordered spread upon 
the minutes, and the Committee continued. 
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The paper by Mr. John Gaub on "Some Economic Relations 
Between the Water Supply and Typhoid Fever as Shown by the 
Introduction of Filtration in Washington, D. C," in the absence of 
Mr. Gaub was read by title. 

The discussion of the Question Box was then resumed and occupied 
a considerable portion of the afternoon. 

Mr. John Trautwine, Jr., Consulting Engineeer, Philadelphia, Pa., 
gave a lecture illustrated by lantern slides, descriptive of the Phil- 
adelphia Water Works from its origin to the present time. This 
lecture was much appreciated and enjoyed by those present, and 
Mr. Trautwine was complimented by President Thomas for the 
entertainment afforded. 

Mr. A. A. Reimer, Superintendent, East Orange, N. J., at the close 
of the afternoon congratulated the Association upon the practical and 
interesting discussions that had been had, which he thought could 
not fail to be of great value, especially to the superintendents and 
others who were handling smaller plants, some of whom were not 
highly trained along engineering lines, so that the questions brought 
forward in the Question Box he believed were well worth the time given 
to them, and suggested that as "Superintendents' Day" had been 
such a success at this convention it would be well to continue the 
practice thus so successfully initiated by hereafter devoting one day 
of each annual convention to what might be called a Superintendents' 
or Executive Day, setting apart Thursday of the convention week, by 
which he believed that there would be accomplished a great part of 
what the Association was organized for. The resolution was received 
with applause and was seconded by Mr. Diven and stated by the 
Chair as follows: 

Moved and seconded that our next meeting and hereafter, so far as 
we have the power to regulate it, that Thursday of the convention 
week each year be designated as "Superintendents' Day" and be 
devoted to the discussion of questions pertaining to practical manage- 
ment and operation of plants; in which form the motion carried. 

The Convention now adjourned to eight o'clock p.m. 
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SIXTH SESSION — THURSDAY NIGHT, MAY 14, 1914 

President Robert J. Thomas in the Chair 

The discussion of the Question Box was resumed, after which Mr. 
Louis L. Tribus, New York City, delivered an interesting lecture, 
illustrated by lantern slides, entitled "Stray Notes on Water Supply." 

President Thomas then introduced Dr. W. P. Mason, Professor of 
Chemistry Rensselaer Polytechnic Institute, Troy, N. Y., and Past 
President of this Association, to whom President Thomas referred 
as one who had very delightfully entertained the Association in the 
past. 

The lecture dealt generally with various microorganisms and 
growths affecting water supplies, also related topics. 

Mr. J. Walter Ackerman, Superintendent Water Board, Auburn, 
N. Y., then gave the paper describing the present status of certain 
litigation arising because of the pollution of the waters of Owasco 
Lake. The paper was discussed by Mr. Nicholas S. Hill, Jr., New 
York City, and Dr. W. P. Mason. 

Dr. Edward Bartow, Director State Water Survey, Urbana, 111., 
gave a paper, illustrated by lantern slides, his subject being "Labora- 
tory Control of Water Supplies," and the slides being illustrative of 
the equipment of laboratories more especially suitable to smaller 
water works plants. 

Mr. Paul Hansen, Engineer State Water Survey, Urbana, 111., gave a 
paper entitled "An Undeveloped Field in Water Works Management." 

President Thomas, after congratulating the Convention upon the 
enjoyable evening spent in listening to the interesting papers by Mr. 
Tribus, Dr. Mason, Dr. Bartow and Mr. Hansen, announced an 
adjournment until nine o'clock a.m. Friday, May 15. 

SEVENTH SESSION — FRIDAY MORNING, MAY 15, 1914 

President Robert J. Thomas in the Chair 

Mr. Thomas suggested that as the Fire Protection Committee had 
had no occasion to make a report for several years it might be advisa- 
ble to discontinue the Committee. 

On motion the said Committee was discontinued with thanks. 

The same action was taken with reference to the Committee on 
Uniform Annual Reports and Accounts. 
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Mr. Chester R. McFarland, Secretary and Superintendent, Tampa, 
Fla., inquired whether any work had been done by the Association 
with reference to ascertaining some uniform basis of rate making, 
which would be of great benefit especially to the newer water works 
plants, some fundamental principles upon which they could base their 
rates. Mr. C. W. Wiles, Superintendent, Delaware, Ohio, stated that 
he was a member of a committee that had been in conference with 
the Public Service Commission of Ohio advising with them on the 
subject referred to by Mr. McFarland, and that the Ohio Public 
Service Commission was desirous of getting all the information they 
could get from this body, as well as other bodies, on this subject. 

A paper by W. E. Miller on "A Diagrammatic Method of Determin- 
ing the Cost per Foot of Cast Iron Pipe" in the absence of the author 
was read by Secretary Diven. Another paper by the same author, 
W. E. Miller, on "The Individuality of Public Utilities, Particularly 
Water Works" in the absence of the author was read by Mr. H. E. 
Keeler, Chicago, 111. 

Mr. Nicholas Hill, Jr., Consulting Engineer, New York City, gave 
his paper on "Pipe Distribution Systems," illustrated by lantern 
slides. 

Mr. John W. Alvord, Consulting Engineer, Chicago, 111., followed 
with a paper on "Equitable Hydrant Rentals and Better Methods for 
Apportioning Fire Protection Costs" (printed in March Journal). 

The foregoing papers were discussed by Mr. J. W. Alvord, Chicago; 
Edward S. Cole, Hydraulic Engineer, New York Ctiy; John C. Traut- 
wine, Jr., Consulting Engineer, Philadelphia; Paul Hansen, Engineer 
State Water Survey, Urbana, 111; J. N. Chester, Hydraulic and Me- 
chanical Engineer, Pittsburgh, Pa.; W. S. Cramer, Consulting En- 
gineer, Lexington, Ky.; H. E. Hodgekins, Syracuse, N. Y.; W. C. 
Hawley, General Superintendent, Wilkensburg, Pa.; J. M. Diven, 
Superintendent, Troy, N. Y.; Pat Gear, Superintendent, Holyoke, 
Mass.; F. W. Langstroth, Rahway, N. J.; J. Davis Barnet, Strat- 
ford, Ont.; Oscar Bulkeley, Engineer Water Department, Rockford, 
111.; A. A. Reimer, Superintendent, East Orange, N. J.; and Albert 
Blauvelt, Chicago, 111. 

N. W. Akimoff presented his paper on "Remarks on the Theory 
of the Pitot Tube" (printed in March Journal), which was discussed 
by J. W. Ledoux, Chief Engineer American Pipe and Construction 
Company, Philadelphia, Pa. 

Secretary Diven read telegrams from Hon. F. M. Wooden, Mayor of 
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the City of Tulsa, Okla., cordially inviting the membership of the 
A. W. W. A. and guests to visit Tulsa during the Convention of the 
Southeastern Water Works Association, June 15-17, 1914; telegram 
was also read to the same effect from L. L. Ballard, Superintendent, 
Tulsa City Water Works. 

A paper by L. Van Gilder, Engineer and Superintendent, Atlantic 
City, N. J., descriptive of the "New 48-inch Cast Iron Force Mains 
for Atlantic City, N. J." was read by title, and in that connection 
Superintendent Van Gilder extended a cordial invitation to the Con- 
vention to visit Atlantic City and inspect the laying of this main, also 
described how the party might en route observe the laying of the main 
from the windows of their train. 

The transportation for the trip to Atlantic City on Saturday, May 
16, was furnished by the courtesy of the Water Works Manufacturers 
Association, a special train being provided. 

Mr. A. A. Reimer, Superintendent, East Orange, N. J., suggested 
that the successful efforts of the local entertainment committee should 
be recognized and moved that a vote of thanks and appreciation by 
the Convention be tendered to the various committees, including the 
Ladies' Entertainment Committee, for their many courtesies and 
efficient conduct of all of the arrangements in connection with the 
Convention program and entertainment. 

The motion carried unanimously by rising vote. 

Mr. John Caulfield, Secretary, St. Paul, Minn., moved that the 
thanks of the Convention be tendered to Hon. Rudolph Blankenberg, 
Mayor, and other officials and citizens of Philadelphia for courtesies 
tendered us during our visit to their city. 

The motion carried by rising and unanimous vote. 

Mr. John C. Trautwine, Jr., of Philadelphia, stated that although 
his name appeared in the list of the Committee of Arrangements, he 
felt that personally his labors had been very light in that connection 
and he desired that the credit be given to Mr. Carleton E. Davis, 
Chairman of the Committee, who he stated had done at least 90 per 
cent of the work, and that he had done exactly the same thing at the 
New England Water Works Association Convention, and Mr. Traut- 
wine proposed to show him up every time he did it. 

Mr. J. N. Chester, Pittsburgh, Pa., moved that a special vote of 
thanks be tendered Mr. Carleton E. Davis, Chairman of the Committee 
of Arrangements, for his personal work. 

The motion carried by unanimous vote. 
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President Thomas insisted that Mr. Trautwine deserved recogni- 
tion for his very interesting paper and entertainment afforded the 
Convention thereby. 

Mr. John Caulfield heartily concurred in this expression and gave 
some reminiscences illustrative of valuable service of Mr. Trautwine 
to water works men generally and his laudable efforts in encouraging 
the use of meters. 

A paper by Edgar M. Hoopes, Jr., and James M. Caird, on "The 
Water Supply of Wilmington, Delaware" (printed in the March 
Journal) was read by title, and President Thomas suggested to the 
Convention its especial relevancy in view of the fact that those attend- 
ing the Convention were to go on a trip to the City of Wilmington, 
by invitation of the Wilmington Water Department, today; the party 
to visit the water works and filter plants, a light supper to be served 
at the filter plant, returning to Philadelphia in the early evening. 

Just before concluding the Session President Thomas stated for the 
information of those present that as proof positive of the successful 
character of the Convention, numerically speaking, the Secretary had 
just informed him that the total registration was over 900, the largest 
in the history of the organization, and what was more to the point, 
there were registered 322 active members, being 100 more than had 
ever attended any previous Convention of the American Water Works 
Association. On the whole he felt that the meeting had been very 
successful, otherwise in the point of attendance, and he wished to 
thank the members for their attendance and promptness in being on 
hand at the opening of the various sessions. The papers read had 
been of a superior character and the discussions quite generally parti- 
cipated in. Superintendents' Day had proved an unqualified success 
and the discussions at that time had brought out many matters of 
value in regard to the operation of water works in which he believed 
the majority of the members were greatly interested, although not 
more so than the so-called specialists, engineers and technical men who 
had no doubt benefited as much as had the superintendents by these 
practical discussions. 

No further business offering, on motion, the Convention now 
adjourned to meet in Cincinnati the week beginning May 10, 1915. 



